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Message Text 


UNCLASSIFIED 

PAGE 01 ACCRA 0II92 24I5I0Z 

47 

ACTION AF-06 

INFO OCT-OI ISO-00 EB-07 /014W 

022667 

R241106ZFEB 75 
FM AMEMBASSY ACCRA 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 6562 

UNCLAS ACCRA 1192 

E.O. 1 1652: N/A 
TAGS: BEXP GH 

SUBJECT: GOVERNMENT TRADE OPPORTUNITY 

1. 749/OI/TOOOI 

2. 022175 

3. R. GRANER 

4. 749 GHANA 

5. N 

6A. WRITE TO - 

6B. COL. K. ADU-BEDIAKO, DIRECTOR GENERAL OE LOGISTICS 
6C. MINISTRY OF DEFENCE 
BURMA CAMP 
ACCRA, GHANA 

7. - 

8 . - 
9.201 

10. 3079091-0010. BLANK U.S. MILITARY-TYPE PLASTIC 
NAME TAGS COMPLETE WITH 2 CLASPS AND CATCHES, 

10,000 UNITS, APPROX. 1 X 3 INCHES.NAMES TO BE 
EMBOSSED LOCALLY ON "DYMO"MACHINES. QUOTE CIF 
TEMA AND SEND SAMPLES. THIS IS A DIRECT INQUIRY 
AND NOT A COMPETITIVE TENDER. 

1 1 . TO BE EINANCED EROM CURRENT GOVERNMENT BUDGET. 
BLACK 


UNCLASSIFIED 


NNN 


Margaret P. Grafeid Deciassified/Reieased US Department of State EO Systematic Review 05 JUL 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 


Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 24 FEB 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975ACCRA01 192 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750064-0896 
From: ACCRA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linki 975/newtext/t1 9750220/aaaaarrz.tel 

Line Count: 51 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION AF 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: CunninFX 
Review Comment: n/a 
Review Content Flags: 

Review Date: 14 MAY 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <14 MAY 2003 by RuthemTJ>; APPROVED <05 JAN 2004 by CunninFX> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
05 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: GOVERNMENT TRADE OPPORTUNITY 
TAGS: BEXP, GH 
To: COM 
Type: TE 
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